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INTUITIVE DIAGNOSIS 

by Winter, M.S., M.Ed. 

(Discussion from the Fifth Annual Professional Seminar) 

(Ed. Note: Following a question and answer session about FI-PLUS®, Bob introduced Winter, 
a trainer for TMI GUIDELINES® programs, to talk about recent developments in her 
endeavors.) 

A few years ago, while undergoing Hemi-Sync® tests in the TMI laboratory, Winter noticed 
serendipitous results from the Hemi-Sync signals. Specifically, she was receiving information 
regarding the physical condition of one of the lab monitors. This information proved to be valid. 
Since that time, Winter has honed her skills in intuitive diagnosis of individuals’ physical states. 
Despite a non-medical background, Winter can now usually recommend treatment as well as 
provide diagnosis. 

Through TMI’s Professional Division, Winter has met physicians interested in the field of 
medical clairvoyance, and has been given opportunities to demonstrate and teach her growing 
skills. This has resulted in a successful extra-curricular course at Brown University, in which 
medical students are taught to diagnose patients from a distance. This course has attracted 
the attention of many physicians, and led to a recent interview with members of the National 
Institute of Health (NIH) in Washington, D.C. 

After the interview and several tests of Winter’s abilities, NIH is not only interested in the 
process, but it is also looking into the possibility of funding research to obtain empirical data. 
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